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Typographical Error in RFC 107 


Catagories: C 
RFCs Obsoleted: none 
RFCs Updated: 106 


On page 7 of RFC 107, the RTS (1.) should be an STR. 


[ This RFC was put into machine readable form for entry ] 


[ into the online RFC archives by BBN Corp. under the 
[ direction of Alex McKenzie. 12/96 


] 
] 


[Page 1] 


